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when he went to Marienbad for his cure, he refused to see the Kaiser
on either his outward or his homeward journey, and a little later he
declined an invitation from the Kaiser to the Prince of Wales to visit
Berlin, whereupon the Kaiser refused to let the Crown Prince visit
the King at Windsor. The Kaiser made angry complaints about the
King's attitude to the British Ambassador in Berlin, but the King
was not to be moved, and various peace-makers tried their hands in
vain. Relations between uncle and nephew were now at their worst,1
and the things they were supposed to have said about each other were
repeated with many embellishments in all the Courts and Chancelleries.
King Edward's attitude heartened and encouraged the French, but it
was not a help to British-German relations that they should take on
the colour of a personal and dynastic quarrel.
1" Life of King Edward," Vol. II, p. 342.
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